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2. CRYPTONYM 

3 . D 1 VISION OR BRANCH 

4 . COUNTRY | 

A. PROJECT e. SUB*PROJECT 

QSSSSSfS 

SB-i 


TARGET 

Albania 

1 

BASE 

Greece 


1 . REPORTING PERIOD * 


1*30 Soptessber 19S& 


5. APPROVAL BY__ 

ORI 8INAL 


1 6 • NAME OF CASE OFFICER 


-i = 

7 . TYPE OF PROJECT 

x pp 

8. PERSONNEL 

PROJ . T/O POSI TIONS 

STAFF AGENTS 

0 

CONTRACT PERSONNEL 
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L 9. F UNDS FOR CURRENT FISCAL YEAR ■ 

A, CURRENT MtOJ. 77777 B. CUM. ALLOTMCNT C . E S T . C UM . 0 8 L I 0 A T I 0 M ! 
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a. Action Reported tag field 


1. 39m clandestine radio nelatained a regular broadcast schedule of four daily 
transmissions with several repetitions after each sch e du led program* in a ddi tion, 
teete utilising taro smaller 890 watt traoeaaltteni vein conducted to note the activity 
of JoBBwra. The official report on tie teete has not teen received but unofficial 
reports indicate little jsoeer activity on tte new additional tent traneoteetone. 

8* The radio pro gra ms covered primarily tte tecocpatibillty of the A lte o ian 
culture vita that of the Soviets; Rootovarov'e eeylma In the 0.8.; the provocations 
of the Coenunlet Chinese vita the reeultlng military action hy the nationalist Chinese ; 
the petitions of three ailUon people to the IB Special Cooaieelon investigating 
prisoners of ear; the Saltan treaty; and the coup of the Greek police against the 
Coamoatet epy ring* 

3. Ullage additional personnel can he recruited for the Albanian propaganda staff 
it any beacon necessary to decneeee the nuober of eerlpta used In the radio hroedcaete . 
The Oreeta have refused to leeus a visa to one p rospec ti ve Albanian employee end 
have recently stated that ooe of the Albanians now eaployed vlll not be permitted to 
main in Orosco. The field is asking an effort to obtain a reversal of this action, 
which is ap p a re nt ly based on a decision hy the Oreeta not to permit nek here of the 
9 C?a to visit or writ in Greece. Such a decision nay ante sore difficult all of our 
BM tfi t iflai copauct ad la flre a o ft in tte ttaas of tbi JCJfae 


b. tandlna Action 

Approach by the field to the Greek foreign Office in 
permission for Nr. Site fepelilo to senate la Greece. 


an attespt to obtain 


Security Factors 
80 aev information. 


DECLASS IF I ED AND RELEASED BY 
CENTRAL INTELLIGENCE AGENCY 
S ODRCES METHODS EXEMPT ION 3 B2B 

HAZ I WAR CR IMES fll SCLOSURE ACT 
DATE 2007 


19 TFST R£FLACES PORM 59*15 
\ c TEST WH|CM mAy n0T be used. 
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ITEM NO. 

CAPTION OR SUB- CAPTION 

INSTRUCTIONS 

1 


Repo r t ing Period 

Give month and calendar year during which information, in report was received 
a t Headqua rter s. , 

2 


Cryp tony m 

Do not show cryptonym until formal approval of its project. 

7 


Type o f Pro j ec t 

Check box in accordance with budget designation in operational program. 

8 


Per sonne 1 

“Contract Personnel" means those persons employed by direct contract through 
the Special Contracting Officer having no career rights and who are not nec- 
essarily compensated in accordance with Civil Service scales, and whose duties 
are often short-term and not subject to control. 




In reoortine sub-items in Item 10. use letters and subheadings, as ‘'b. Pend- 
ing Action: . . 11 

NOTE: When actual PP or PM actions have ceased, omit all subheadings. But 
continue to report until after project is fully terminated at Head- 
quarters, substituting a running account of the main aspects of ter- 
mination proceedings for the usual entries in Item 10. 

Whenever space in Item 10 is insufficient to include ail relevant entries, 
supplementary 8xlOH** sheets may be used for left-over entries. 

a . 

Action Reported 
by Field 

If Headquarters has not received any reports of action from the field during 
the reporting period, make the following entry: 

"a. Action Reported by Field: None. * 

Report propaganda action by the field on Form 112a. 

In reporting PM action, or other PP action in the field: 

(1) Give pseudonym or cryptonym of person, or cryptonym or true name of 
organize t iony responsible for the action. 

(2) Give location (country or smeller), and name or type of each target 
or target group. 

NOTE: Enter field action of periodic or routine nature as well as novel or 
unusual action. 

Report intelligence collection by project personnel. 

Whenever a reported action is undertaken as part of a coordinated inter- 
national program or effort, specify that program or effort. 

b. 

Pending Action 

Non-routine pending project action may be reported here. When nothing 
unusual is pending, omit this subheading. 

c . 

Ef fectiveness 

Enter friendly or hostile judgments about project assets made by specifi- 
cally identified sources external to CIA. 

Enter judgments about project assets which are explicitly related to reported 
effects, instances or kinds of project action. 

When neither are available, omit this subheading. 

d. 

Security Factors 

Enter a current assessment of operational security factors. 
Whenever unchanged from preceding report, make the entry: 

*‘d. Security Factors: No New Information. 41 

e , 

Assets Terminated 

Report termination of a project asset here on first Project Status Report 
after information is received in Headquarters. When no terminations are 
reported by field, omit this subheading. 

f. 

New Assets 

Give location and type of each person or organization named above (or on Form 
112a) for the first time as responsible for a PP or PM action. If there are 

none, omit this subheading. 
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PROJECT STATUS REPORT 

PROPAGANDA ACTION REPORTED FROM FIELD 


PROJECT^^M 

SUB- PROJECT CRYPTONYM 

DIVISION OR BRANCH 

SE-1 

REPORTING PER 

1-30 Sepi 

IOD 

bember 195^ 

1 TEM 
NO . 

NAME OF ASSET 
(AGENT. GROUP OR 
ORGAN 1 ZATI ON) 
TAKING ACTION 

ACTION 

FORM 

LANGUAGE 

PERIOD ft 
NO . OF 1 SSUES 
OR 

DEL 1 VER 1 ES 

QUANT 1 TY 
OR 

AUDI ENCE 

TITLE OF MEDIUM. 
PRINCIPAL THEMES. 
AND SUBJECTS 

TARGET 

PERSONS. GROUPS. ORGAN 1 ZAT| Oi 

NAME ft / 0 A TY P E 

LO C AT 1 On 

1 

L 

NCFA 

. 

SP 

Radio 

I 

iAlbaniaa 

| 

1 


Internal & 
external news; 
defection 
appeals . 

Urban & 
rural pop. 

HbaniE 


REMARKS 


FORM NO. | | Oa TEST * EpLACE 9 F0 " M 39-13 
1 SEP 54 * 1 WHICH MAY NOT BE USED. 
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COLUMNAR HEADING 

INSTRUCTIONS 

Name of Asset 
Taking Action 

Give pseudonym or cryptonym of person, or cryptonym or true name of organization, respon- 
sible for the action. (When an asset is identified here for first time, enter supporting 
data in Section F on Form 112. ) 

Action 

C Composed DS Disseminated by Sale R Recorded 

D Disseminated PL Planted (Placed) SP Spoke 

DF Disseminated Free PR Printed SU Suggested 

Period & No, 
of Issues or 
Deliveries 

. 

d daily q quarterly n non-periodic 

w weekly 2w twice a week 

m monthly e2w every two weeks 

Following period symbol, show number of issues (for printed materials ) or deliveries (for 
oral material ). 

Quantity or 
Audi ence 

In the case of printed materials, express in thousands of copies per issue, as 2*6 for 
2,600. 

In case of oral propaganda, give attendance or estimated audience figure for each broad- 
cast or delivery, as 5.3 for 5,300* 

Target Location 

Give names of countries, or localities within countries, in which targets are located.. 

(Remarks ) 

Any important detail not called for above (e.g., use of an unusual means of dissemina- 
tion) will be identified here by item. 

(Form as 
a Whole) 

When some of information called for in the form has not been reported by field, the symbol 
•NR* will be entered in the corresponding column. 
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